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ABSTRACT 

A study was carried out to determine the transient voltage behavior of 
the 2-cell CPV nickel-hydrogen battery with the objective of using the results 
as a basis for mathematical modeling . The 2- cell CPV battery which is 
manufactured by Eagle Picher, Inc. for the GOES program yields 18.5 Ah at C/2 
rate of discharge at 10°C with a mid-discharge voltage of 2.514 V. The capacity 
increased with decrease of temperature and a maximum capacity of 22 Ah was 
obtained at - 5°C. The pulse tests consisted of obtaining the voltage profile in 
the first 20 milliseconds of the one minute pulse discharge at 37 A and pulse 
discharge was repeated as a function of state- of- charge. The pulse test at 10°C 
and 20°C provided voltage profiles with the expected decrease in voltage as 
the pulse was applied. The end of pulse voltage decreased with the state-of- 
charge. The battery voltage was above 2V at the end of the one-minute pulse 
at 8 % state-of-charge at 10°C. The voltage profile during the 37 A pulse 
discharge consists of an initial drop in voltage which was independent of the 
state of charge. The invariability in the value for the initial drop in voltage 
with state of charge is a very important observation. The results show that 
towards the end of discharge the dominant resistance is not ohmic in nature. 

It could be hypothesized from the nature of the voltage transients that the 
dominant mechanism towards the end of discharge is proton diffusion. The 
study also shows that the dominant resistance in the voltage plateau during 
discharge is activation polarization. 0 

INTRODUCTION 

The 2-Cell CPV nickel-hydrogen battery manufactured by Eagle Picher 
is a variation of the aerospace individual pressure vessel cell (IPV) with the 
same elctrochemical performance features but with an operating voltage of 
2.5 V and a specific energy of 58 Wh/Kg. The purpose of this work is to 
examine the characteristics of the 2-cell CPV battery including the behavior 
during pulse discharge. The purpose of the pulse test was to determine 
lowest state of charge at which the battery can sustain a 37 A pulse discharge 
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with minimum voltage degradation and assess the effect of high burst 
currents on the usable capacity. Another objective is to analyze the transient 
voltage response to determine the dominant mechanism for the abrupt 
decrease- in voltage at low states-of- charge. 

CAPACITY AND SELF DISCHARGE 

, 1 o J, h f ? apaClty of the four 2 ‘ ce11 CPV batteries at 10°C was determined to 

be 18.5 Ah ( to 2V) and the mid-discharge voltage to be 2.514 V. The capacity 
remaining after 72-hours of open-circuiting at 10°C was 86.7%. Thus, the self- 
discharge rate is similar to that of single cells. Figures 1 and 2 show the 
voltage profiles during charge and discharge, respectively and the features are 
such as voltage roll-over during charge and plateau region during discharge 

a f V?'f n ? Cal 1° ^ a t° f IPV Cells ‘ The mid - dischar ge voltage during discharge 
at C/2 after the 72-hour stand test was 2.485 as shown in Figure 3. Thus, the 

initial capacity tests indicate performance features of two properly connected 
cells in series. 

RATE AND TEMPERATURE DEPENDENCY 

The variation of capacity with the rate of charge and discharge and 
temperature was determined. The capacity was the highest with a value of 
22 Ah at -5°C at a charge rate of C/10 and discharge rate of C/10. The capacitv 
increased from 19.58 Ah to 20.35 Ah when the charge rate was increased from 
C/20 to C/2 at 10°C. The capacity at a charge rate of 0.8 C and discharge rate of 
0.8 C was 20.05 Ah. The capacity increased with decrease of temperature and 
at -5 °C, a charge rate of C/2 yielded a capacity of 20.97 Ah. Figure 4 shows the 
voltage profiles at different rates of discharge at 10°C for one of the CPVs. As 
expected the mid-discharge voltage decreased with increase in the rate. The 
capacity decreased when the discharge rate was increased from 0.5 C to 0.8 C. 
Figure 5 shows the voltage profiles at C/2 rate of discharge at different 
temperatures. At -5°C the discharge voltage is high in the beginning and low 
towards the end. In the plateau region the mid-discharge voltage is almost the 
same at all temperatures studied. Figure 6 shows the voltage profiles at C/10 
rate of discharge at different temperatures. The profiles at C/10 differ from 
that obtained at C/2 rate with respect to the appearance of a shift in the mid- 
discharge region and the observation of higher discharge voltages at -5°C 
towards the end of discharge. It is to be noted that the negative electrode 
polarization is higher at - 5°C and this characteristic results in a slightly lower 
discharge voltage at -5°C The reason for the higher voltage beyond the mid- 
discharge region at C/10 rate compared to C/2 is due to the overwhelming 
influence of the polarization at the nickel electrode. The variation of capacity 
with temperature when charged and discharged at 0.8 C was also determined 
as shown m Table 1 The mid-discharge voltage and capacity showed 
marginal changes with the temperature. 
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PULSE TEST 


- The pulse test was performed using a Hewlett-Packard 6050 A 
programmable electronic load which has a slew rate of 400,000 A/s to reach 
the pulse current of 37 A in <150 ps. The CPV battery voltage was measured 
using a Nicolet 460 storage oscilloscope. The procedure consisted of obtaining 

£ /T S tT , age , profi e j n the first 20 billiseconds of a one-minute puls! 
at 37 A. The application of the 37 A pulse was done by increasing the P 

discharge rate from 9.3 A to 37 A during discharge at regular intervals such as 
90 /o state-of -charge, 80%, 70 %, etc. The application of pulses were concluded 
when the voltage reached 2 V during the 9.3 A discharge. The pulse discharge 

repeated at20°C ^ ^ CPV stabilized at 10 ° C and then the test was § 

.... Fl S ure 7 shows the voltage transient obtained during the first 2 
milliseconds of pulse discharge. The voltage of the battery decreases by 0.71 V 
m irst few microseconds and then the voltage recovers to a value 200 mV 
less than that obtained during the 9.3 A discharge. This is an expected 

behavior and the initial drop of 710 mV translates to an ohmic resistance of 
Zd.o miiiiohms. 

Figure 8 shows the variation of end of pulse battery voltage as a 
function of state-of -charge at 20°C. The features of the curve are similar to a 
discharge voltage profile with an initial decline, a plateau region and final 
decrease m voltage. Thus, the battery is able to sustain pulse discharges at 
states-of-charge as low as 12%. A very similar behavior was observed at 10°C 

and the lowest state-of-charge at which the battery would support a pulse 
current was 8 %. rr f 


Figure 9 shows the variation of initial drop in voltage with the state-of 
C j 1 ? 6 ' Tb f trend ^ data showed that the initial drop was ~ 670 mV and 
it did not change with state-of-charge. The initial drop in voltage is related to 
the ohmic resistance at the nickel electrode surface. It is known that the 
discharged active material, Ni(OH) 2 grows on the surface of the charged 
active material The electronic conductivity is expected to decrease with the 
growth of the discharged active material on the nickel electrode with the 
consequent increase m polarization. The pulse behavior data indicates that 
the ohmic resistance calculated from the initial drop in voltage amounts to ~ 

25.6 mohms and it does not increase with the accumulation of discharged 
active material. 6 

DOMINANT RESISTANCE 

During constant current discharge the reaction rates at the nickel and 
hydrogen electrode proceed at a constant rate, the reaction at the nickel 
electrode being the limiting factor. The hydrogen electrode functions with an 
average polarization loss of 25 mV at 15 mA/cm2 at a discharge rate of C/2. 
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Thus the shape of the voltage - time curve depends primarily on the reactions 
of Ni(OH)2 which consists of processes like the diffusion of OH“ ions in the 
bulk electrolyte, diffusion of protons into the bulk of the solid phase, increase 
of OH concentration on the nickel electrode surface, and build-up of Ni(OH)? 
on the surface of NiOOH active material. The voltage of the nickel electrode 
and the cell is therefore governed byT 

• Concentration polarization due to a rise in the KOH concentration 

• Activation polarization or charge transfer resistance of the nickel 
electrode reaction 

• Diffusion polarization related to proton 

• Ohmic effects: resistance polarization at the solid phase 

The dominant resistance at different segments of the discharge curve is 
not known with certainty. The dominant resistance in the plateau reo-ion of 
the discharge curve is said to be activation polarization. The dominant 
resistance towards the end of discharge (knee of the curve) during constant 
current discharges is said to be ohmic in nature. The invariability in the 
initial voltage drop obtained in the pulse test indicates that the dominant 
resistance is not ohmic. The other possibilities such as concentration 
polarization and activation polarization can be excluded based on published 
information in the literature. The other alternative is polarization loss 
attributable slow proton diffusion. A previous study by Salkind et al 2 
attributed the suppressed discharge voltages at 1C rate of discharge at 25% 
state of charge by sintered impregnated electrodes to a diffusion problem since 
an ohmic effect would have magnified the effect in a fiber mat electrode. The 
results of this study also suggests that the voltage drop is attributable 
diffusion and specifically proton diffusion. Weidner et al 3 . pointed out that 
the ohmic effect is not significant during a major portion of discharge and 
contributes very little to the overall polarization loss, but conductivity at the 
end of discharge causes significant polarization losses. The results obtained in 
our study are contrary to this and the reason for the large polarization loss 
towards the end of discharge is not ohmic in nature. 

CONCLUSIONS 


The results of this study suggest the following conclusions: 

• The CPV battery yields a capacity of 22 Ah and retained 86.7% of the capacity 
m the 3-day open-circuit stand test. 

• The battery can sustain a 3C rate pulse for one minute at low states-of- 

decline in the volta § e durin S the 3C rate pulse is 
about 670 mV and the voltage recovers in less than one millisecond. 
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Analysis of the initial decline in voltage during the pulse test indicates that 
the resistance polarization is not significant and the polarization loss at very 
low states-of-charge is attributable to slow proton diffusion. * 
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FIGURE 5: VOLTAGE PROFILES AT DIFFERENT TEMPERATURES DURING 

DISCHARGE AT C/2 
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FIGURE 6: VOLTAGE PROFILES DURING C/10 DISCHARGE AT DIFFERENT 

TEMPERATURES 
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